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The Academic Council of NIIT Foundation 
having duly examined 
ANAND PRABHAKAR 
and having found the candidate’s performance to be 
Outstanding 


and have pleasure in recognizing this attainment with the award 
of 


Program In Professional Edge 


given under our hand and seal on 
this, the Nineteenth Day of July 2023 


at New Delhi, India 
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Chief Operating Officer Director 
NIIT Foundation NIIT Foundation 
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LEGEND 
% Marks Interpretation 
50-60 Satisfactory 
61-70 Good 
71-80 Very Good 
81-90 Excellent 


> 90 Outstanding 
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